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2004/2005 IKONOS Blue Band 


Blue Band Calibration Summary 



2004/2005 IKONOS Green Band 
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Green Band Calibration Summary 
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NASA Radiance = DN / 71.19 ± 2.36- 
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Radiance = DN / 72.70 
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2004/2005 IKONOS Red Band 

Red Band Calibration Summary 



2004/2005 IKONOS NIR Band 

NIR Band Calibration Summary 



2004/2005 IKONOS Results 


Bandwidth 

FWHM 

(4m) 

NASA Team 
Estimate 
[DN/(W/m 2 sr)] 

IKONOS 

Provided 

[DN/(W/m 2 sr)] 

Percent 

Difference 

1 

0.450 - 0.520 

67.8 ± 2.6 

72.8 

-7.4% 

2 

0.510-0.600 

71.2 ±2.9 

72.7 

-2.1% 

3 

0.630 - 0.700 

93.0 ± 3.3 

94.9 

-2.0% 

4 

0.760 - 0.850 

82.3 ±2.1 

84.3 

-2.4% 


Percent difference is calculated by (1 - IKONOS/NASA Mean) 


IKONOS Temporal Results 


Band 

NASA 

Estimate 

2000* 

NASA 

Estimate 

2000 

Scaled 

NASA 

Estimate 

2001 

NASA 

Estimate 

2002 

NASA 

Estimate 

2004/2005 

Blue 

64.2 ± 4.3 

73.9 ±4.9 

73.2+4.7 

71.0 ±4.7 

67.8 ± 2.6 

Green 

65.4 ± 4.2 

73.3 ± 4.7 

76.6 ± 3.8 

73.4 ± 5.0 

71 .2 ±2.9 

Red 

88.1 ±7.0 

99.5 ± 7.9 

101.8 ±5.3 

97.5 ± 7.7 

93.0 ± 3.3 

NIR 

73.7 ± 3.8 

83.3 ±4.3 

85.9 ± 4.2 

82.7 ± 5.8 

82.3 ±2.1 



